

BRITISH LIGHTHOUSES.-Series III. 


Godrevy Lighthouse is situated on-the innermost of 
two large rocks, which are situated about lmlf-a-mile off 
Gwithian Point, toe eastern extremity of St. Ives Bay and 
some four miles from that town. Its light, which is well 
elevated, shows for a distance of twelve miles, and also 
acts as a warning of the dangerous reef known as The 
Stones, about four miles out. 
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